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As-it-happens update • November 30, 2017 
NEWS 


North Carolina seeks more information on Atlantic Coast Pipeline development claims 

Southeast Energy News 

For the fourth time, the administration of North Carolina Gov. Roy Cooper has asked developers of the Atlantic Coast 
Pipeline for more information, possibly pushing a final decision on the controversial natural gas project into 2018. The Cooper 
administration's request follows its obligation under section ... 
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Lower labor costs, removal of HB2 restrictions propel NC to top of Forbes ranking 

Winston-Salem Journal 

Roy Cooper. HB142 did away with the restroom, locker room and shower use requirement. It also implemented a 
moratorium through Dec. 1, 2020, on local anti-discrimination ordinances, such as the one Charlotte passed in 2016 allowing 
transgender people to use the restroom of their choice. 
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